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LIMITED OFFICIAL USE ADDIS ABABA 2471 

CORRECTEDCOPY (MRN 2471 VICE 2455) 

E.O. 11652: N/A 
TAGS: PFOR ET US 

SUBJECT: PMAC ANNOUNCEMENT OF CLOSURES OF U.S. INSTALLATIONS 

REF: ADDIS ABABA 2453 

APRIL 24 ETHIOPIAN HERALD REPORTED FULL TEXT PMAC 
ANNOUNCEMENT CARRIED BY ETHIOPIAN NEWS AGENCY (ENA) REFTEL, 
WITH FULL-PAGE HEADLINE "IMPERIALIST TENTACLES CRIPPLED." 

IT APPEARS THAT THIN DISTINCTING BETWEEN IMPERIALISTS AND 
AMERICAN IMPERIALISTS NO LONGER OPERATIVE. 
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